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ACTION AF-06 

INFO OCT-01 ISO-00 PM-03 NSC-05 SP-02 SS-15 PA-01 PRS-01 
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NEA-10 /063 W 

096609 

R 060827Z AUG 75 
FM AMEMBASSY ADDIS ABABA 
TO SECSTATE WASHDC 5747 
DOD WASHDC 
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DOD PASS SURGEON GENERAL 

E.O. 11652: N/A 

TAGS: MILI PFOR OVIP ET 

SUBJECT: INVITATION TO SURGEON GENERAL TO VISIT ETHIOPIA 

1 . I HOPE THAT YOU WILL BE ABLE TO VISIT ETHIOPIA IN CONJUNCTION 
WITH YOUR UPCOMING VISIT TO CAIRO. AS YOU ARE AWARE, THE NAVY HAS 
TWO VERY SUCCESSFUL PROGRAMS UNDERWAY HERE IN NAMRU-5 AND ITS 
HARAR TRAINING PROGRAM. I FEEL YOU WOULD BE VERY GRATIFIED AT 
THE ACCOMPLISHMENTS OF THESE TWO UNITS, AND I KNOW THAT THE NAVY 
MEN WORKING HERE WOULD BE DELIGHTED BY YOUR VISIT. ADDITIONALLY, 
SINCE WE WILL SOON BE IN THE PROCESS OF WRITING AN ADDENDUM TO 
THE BASIC AGREEMENT WHICH ALLOWS THE NAVY UNITS TO FUNCTION HERE, 
YOUR VISIT AND RELATED DISCUSSIONS WITH PERTINENT GOVERNMENT 
OFEICIALS COULD BE PARTICULARLY TIMELY AND SUPPORTIVE OF OUR 
EFFORTS TO STRENGTHEN OUR BILATERAL RELATIONS WITH THE EPMG. 

I HOPE THIS CABLE ARRIVES IN TIME TO ALLOW YOU TO INCLUDE ETHIOPIA 
ON YOUR TRAVEL SCHEDULE. 

2. PLEASE ADVISE. 

DECON UPON RECEIPT. 

HUMMEL 
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